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Abstract: In this article, the processes of flowing heat flow at different homogeneous temperatures over 
time are modeled, the issues of reducing the energy consumption of heat lost are considered. Also on the 
basis of this model, it was possible to select the optimal values of the design of the walls and indicators 
such as thickness. 
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Today, at the present stage of the development of World Civilization, due to the increase in demand for 
energy, the constant increase in energy prices, as well as the decrease in energy resources and pollution of 
the surrounding air, the wide introduction and use of energy resources is an urgent task. Therefore, special 
attention is paid to the development of new energy resources that are efficient and require minimal 
economic costs. 


The world is conducting scientific research aimed at creating energy systems that ensure the continuity of 
hydrodynamic and thermal processes, take into account the optimization of control and management 
schemes, the necessary heat exchange processes for the development of technological, constructive and 
regime parameters, use in heat supply systems, efficient devices. Studies aimed at increasing efficiency 
and developing new modern structures, as well as improving their methods of heat calculation, are 
considered one of the most important issues [1-3]. 


The transfer of heat from a hot environment to a cold environment through a separating solid wall 
between them is called a heat transfer. In various heat exchangers used in any industry, the heat exchange 
between the heat carriers is carried out by heat transfer. If the separating wall should conduct heat well, it 
is made of a material with a high thermal conductivity. In other cases, for example, if it is necessary to 
reduce heat dissipation, the wall is made of a material whose thermal insulation properties are good. 


The amount of heat given to the wall from the boiling heat carrier (hot medium) is determined by the 
Newton-Rixman formula: 


Q- a,F(t, и) (1) 


here: а, - coefficient of heat transfer from a hot heat carrier to the wall surface at which the temperature is 
tı ; Е-е surface of the flat wall. 
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The heat flow transmitted through the wall by the method of thermal conductivity is determined from the 
following equation: 


Q = ca F (tden, n dev, ) (2) 

6 2 
The amount of heat transferred from the second surface of the wall to the cold environment: 
Q = СЕ, ы Ley, ) (3) 


here: о, - coefficient of heat transfer from the second surface of the wall to the cold environment. 


Since the heat transfer process under consideration goes in a stationary order, the more heat the wall 
receives, the more it transmits. We solve the above equations with respect to the temperature difference: 


Heat flow by adding equations to the equation 


Q-F(, (Ite (4) 


a Ж a 


or we determine the density of the heat flux: 
ice ter] (5) 


When calculating the critical equations, the physical parameters of the liquid are obtained from the data 
tables according to the determining temperature. As a rule, this temperature, the average temperature of 
the liquid is obtained. As a determining measure for Circular pipes, its diameter, the diameter equivalent 
to complex cross-sectional channels, and its length is obtained when washing the plate with a stream. 
Modeling research of various physical phenomena can be carried out either directly on the object itself or 
on its Model. The Model and the process taking place in it provide a theory of similarity of conditions that 
must be satisfied. The possibilities of applying the theory of similarity to experiments are incredibly large. 


Calculation of heat transfer through a flat wall can be carried out using the surface density of the heat 
flow [4-8]. 


To study the temperature flowing through a solid wall, the following formula is used. 
oT " _ _ 
d,pC, = + d,pC,UVT +74 = 4,0 + qo + dzQrea-4 = —d, VT. 


Issue setting: when the external temperature is -14 °C, the hona temperature is required to be 20 ° С. Heat 
dissipation in this process occurs mainly from external barrier structures[9- 10]. 
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1-Fig. Read the heat through the walls in 4 hours 
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2-Fig. Read the heat through the walls in 12 hours 
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3-Fig. Read the heat through the walls in 24 hours 


Summarizing this graph, it follows that the heat flow over time changes in the isolated state of the 
external walls. 


© 2022, CAJOTAS, Central Asian Studies, All Rights Reserved 


Copyright (c) 2022 Author (s). This is an open-access article distributed under the terms of Creative Commons 
Attribution License (CC BY).To view a copy of this license, visit https://creativecommons.org/licenses/by/4.0/ 


CENTRAL ASIAN JOURNAL OF THEORETICAL AND APPLIED SCIENCES 


Volume: 03 Issue: 05 | May 2022, ISSN: 2660-5317 


Line Graph: Temperature (K) 


Temperature (K) 


200 250 


о 50 100 


150 
Arc length (mm) 


7-Fig. Flow of heat through an insulating wall for a day 


Conclusion: spending for the heating system by reducing the heat dissipation can be reduced; the cost of 
laying can be reduced, which leads to the savings in the amount of money spent and products, and the 
introduction of a relatively high-quality and more reliable heating system in the mains. 
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